SERVICE BULLETIN 


from: TRIO-KENWOOD COMMUNICATIONS, INC. | 3 yy 


SUBJECT: Making Meter Lamp in TR-7400A Last Longer DATE May 15, 1979 


The life of the meter Lamp in the TR-7400A may be extended by inserting 
a 22.n1/4W resistor in series with it. This resistor may be conveniently 
mounted on the circuit board that holds the lamp by cutting foil path 
on one side of the lamp and soldering the resistor across the break in 
the foil path. A diagram of the circuit board with the resistor added 


is shown below. 
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